#!/bin/bash

# Constants
INFRA_ENV="your_infra_env"
REDFISH_VENDOR_PREFIX="your_vendor_prefix"
REDFISH_VENDOR_ENDPOINT="your_vendor_endpoint"

# List of machines for rack1
declare -a machinesForRack1=(
    "engrlabctiruth001 E8:EB:03:00:03:86 10.40.220.57"
    "engrlabctiruth002 E8:EB:D3:0D:03:B6 10.40.220.58"
    "engrlabctiruth003 E8:EB:03:00:03:87 10.40.220.59"
)

# Loop through each machine for rack1
for params in "${machinesForRack1[@]}"; do
  IFS=' ' read -ra ADDR <<< "$params"  # Split string into an array

  # Extract parameters
  hostname="${ADDR[0]}"
  HOST_MAC="${ADDR[1]}"
  BMC_IP="${ADDR[2]}"

  # Run oc process and check for errors
  if ! oc process -f "your_template.yaml" \
    -p "HOSTNAME=$hostname" \
    -p "HOST_MAC=$HOST_MAC" \
    -p "BMC_IP=$BMC_IP" \
    -p "INFRA_ENV=$INFRA_ENV" \
    -p "REDFISH_VENDOR_PREFIX=$REDFISH_VENDOR_PREFIX" \
    -p "REDFISH_VENDOR_ENDPOINT=$REDFISH_VENDOR_ENDPOINT" \
    | oc create -f -; then
    echo "Failed to process or create resources for $hostname"
    continue  # Skip to the next iteration
  fi
done

---------------

apiVersion: apiextensions.k8s.io/v1
kind: CustomResourceDefinition
metadata:
  name: racks.rack.ecs.citi.io
spec:
  group: rack.ecs.citi.io
  names:
    kind: Rack
    listKind: RackList
    plural: racks
    singular: rack
  scope: Namespaced
  versions:
    - name: v1alpha1
      schema:
        openAPIV3Schema:
          description: Rack
          properties:
            apiVersion:
              type: string
            kind:
              type: string
            metadata:
              type: object
            spec:
              description: Spec defines the desired state of rack
              type: object
              properties:
                automatedCleaningMode:
                  type: string
                machines:
                  type: array
                  items:
                    type: object
                    properties:
                      name:
                        type: string
                      bmc:
                        type: object
                        properties:
                          address:
                            type: string
                          credentialsName:
                            type: string
                          disableCertificateVerification:
                            type: boolean
                      hostMac:
                        type: string
                      online:
                        type: boolean

---------

apiVersion: rack.ecs.citi.io/v1alpha1
kind: Rack
metadata:
  annotations:
    bmac.agent-install.openshift.io/hostname: ${RACK_NAME}
    inspect.metal3.io: disabled
  labels:
    infraenvs.agent-install.openshift.io: ${INFRA_ENV}
  name: ${RACK_NAME}
  namespace: ${INFRA_ENV}
spec:
  automatedCleaningMode: disabled
  machines:
    - name: ${HOSTNAME}
      bmc:
        address: ${REDFISH_VENDOR_PREFIX}${BMC_IP}${REDFISH_VENDOR_ENDPOINT}
        credentialsName: ${HOSTNAME}-bmc-credentials
        disableCertificateVerification: true
      hostMac: ${HOST_MAC}
      online: false
